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FAMILY COMPUTER 





























APPETIZER 





FOR STARTERS 

MAKE SLRE YOUR COLECO VlSlON- 
OR ADAM 1 2 ' 1 UNIT IS OFF HEFORE 
INSERTING OR REMOVING A 
CARTRIDGE. 

Qne-Piayer Game 
Use the Port 1 Controller. 

Two-Player Game [Alternating Players) 
Player I uses the Pori 1 Controller. Player 
2 uses the Port 2 Coni roller. Player 1 goes 
first and each turn lasts until a mug breaks 
or the soda jerk is thrown oui of the 





SHORT 


1. Control Stick. Move the Control Stick up or down to 
move from one counter to another. 

Move the Control Stick left or right to run down the counter 
to retrieve empty mugs or pick up tips. 

Move the Control Stick left or right to move along the 
counter to a soda can on the bonus Root Fleer Hun ter Screen. 

2. Side Buttons. Press either Side Button to fill a mug with 
root beer from the lap. Release the Side Burton to slide the 
mug down the counter to u customer. 

Press either Side Button to open the can you have selected 
on.the bonus Root Bees' Hunter Screen, 













































fountain; 


Place your order 

Press die Cartridge Reset Button. The Tide 
Screen lor Tapper will appear on your TV. 
Walt for the Skill Menu to appear. H eon- 
tains a list of eight game options. 

.Skill I [Game Options 1 and 51 is the 
easiest. Each player starts with eight 
mugs. 

Skill 2 (Game Options 2 and 5) is a 
little harder. Each player starts with 
six mugs. 

skill 3 (Game Options 3 and 7) plays 
at the difficulty and timing of an arcade 
machine. Each player starts with live 
mugs. 

Skill 4 (Game Options 4 and 8S is realty 
lough! Each player starts with four 
mugs. 



Select a game option by pressing the cor- 
responding number on your Controller 
Keypad. 


IS 



3. Keypad. Use Keypad Buttons 1 -tS to pick a Game Option 
before beginning a game. Press * after a game to replay the 
Game Option you have just completed. Press # after a game 
to return to the Game Option Screen. 


BEVERAGE 

We Serve only one bvvcrngi- he TO at j : 
Sam's Soda Fountain—Sam’s old- 
fashioned homemade root beer! In fact, 
r he demand for frosty mugs oi that 
foamy. tas tc- t cm p it rig. rnou (h- watering j 

delight is so great i hat Sam’s got to stay ! 

on the run to keep the customers ' 
satisfied—they keep coming back lor 
morel Those thirsty patrons can't get ; 
enough of a good thing! 

Fore un ate 3y for h is cus t om ers, t here are 
(bur counters and four root beer taps in 
every o ne of Sa m 1 s Sod a Fountains. Un ■ j i 

fortunate ly for Sam, the eager t : 1 icu t el e 
have been known to eject him from the 
premises when service is too slow! 
Sometimes. Sam gets flustered and j 
flings one too many rouL beers down the 
counter or fails eo catch a mug return¬ 
ing for a refill. Thai’s not good for 
business! It's a hard day’s work, but 
scrupulous Sam won’t close his foun¬ 
tain until every customer’s thirst has 
been quenched! 
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Welcome to Sam's Soda ^ 
Fountain, serving the 
finest in refreshments for 
your pleasure] Please read 
our menu for a complete list¬ 
ing of ail the luscious, flavorful 
treats we have to offer. We 
hope you'll enjoy your visit 
with us. and we hope 
you'll return in Sam's 
again and again! 


ENU 



Step right up. pardner, and place your order! What'll it be? Some rootin' toolin' root beer at Sam’s Western 
Soda Fountain. Folks ’round these parts work up a powerful thirst! They keep pushhT through (hem 
swingin' doors, and keep ol‘ Sam busy as a June bug try in’ to serve ’em all! He aims to please] Those 
wranglers and ranchers reward good service with a tip, and Sam returns the favor by preservin' a Utile 
entertainment ta accompany the quality refreshment! 

Rah! Rah! Give me an R h give me an O. . . 1 Root and cheer for cold root beer, at Sam's Stadium Soda 
Fountain! It’s time oul for those parched sports fans, and they’re ready to go for It! There’s plenty of 
action for Sam. who lias lo try u> keep up with all the orders. Sometimes a satisfied customer will leave 
Sam a tip. and he gels a breather when they turn to watch the half-lime show. Now’s his chance to 
pick up some of those returning empties! 










































iL * Lit ui ims worm: i nc nx-rtci tool oeer. mat is. senea at aam s tjpaee &(jua fountain, une sip and 
It’ll put you in or bit I There s nothing alien about it—Stun’ s spacy customers love to fuel up on tills 
delectable drink! The taste is so cosmic. I t inspires a galaxy of gratuities from contented consumers, 
Thai inspires Stun to present his famous* far^sut floor show! For astronomical and gasironomieal delights, 
there's no place like it in the whole solar system! 


Hill 


)E ORDERS 

wt a little extra on the side, lo add 
Dial somsthung to your selection? 
■ enjoy me nl, we offer the bonus 
er Hunter Screen. Sneaky Pete, 
Iking scoundrel, enters stealthily 
arm’s not paying attention and 
i p five of th e si x root b eer can s on 
ter Then the sodas are scrambl- 
must move to a can and open it, 
:'s the one that wasn't shaken. If 
ses correctly, there's a big bonus 
If he doesn't — well . . , 


smemberthat tipping at Sam’s is 
?ncouraged, and Sam shows his 
.lion by providing entertainment 
King up a tio, However, He mug 
ser is served lo a customer whose 
urned to watch the festivities, it'll 
it by and crash! 
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Sam's Price List 

SBKVICli TKICIi 

Cusiomer served. at Hr si Western Soda, Fountain. 50 

Customer served at Stadium Soda Fountain., .75 

Customer served al second Western Soda Fountain. . . 100 

■**" jl * 

Customer served at Space Soda Fountain.150 

Empty mug caught .. 1O0 

Tip picked tip. . , . , ...1500 

Fountain ctfflrri...1000 

Unshaken Can Bonus,3000 

Sam gets an extra mug (fmic life) at 20>000 points and at 
every 60.000 points [.hereafter. 

Seconds 

The Reset Button on the console stops the game and returns 
l you to the Title Screen, H can be used to start a new game 
>v #1 any time or in the event of game malfunction. ^ 























[HE FUN OF DISCOVERY 


This instruction guide provides the basic 
information you'll need lo start playing Tapper 
but it is only the beginning! You'll find that this 
cartridge contains special features that make 
this game exciting every time you play. 
Experiment with different techniques—' 
j k and enjoy the game] 
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Htl-IXYY LIMITED WAKHANTY 

Cnlrro Wnfranth- Hi (lie fHTlJlIrvP!!CPItWinn pMTrhwwT in thr UnItrtlStuloii*T A merit? CtiaL the physicalcomponents'nf this mlirtrigr 
will r.- in : .■! di iters Li Lht naien*i tini wnritniiiri'tiip : . Liu !i»ih iJ.c date of purchase in Jet m mssl in ■■•>- • 

CnleMn note aridCJDCllIBlTCliability fnr delrrls in materialand workmanship oTthf Cartridge 5hfll! be llinliefl In rTfHnirc-rmplicr- 
menl aL aab luthMLUd ColfM SeTVtre (Vnl+r. ThLH urarrunly doe* HM Oblique CiSlFCQ tahRI Ihf (WM of IfaimpftrEurinps t'lsiurjJji'Si 
in cui.flCClIon with [he repn:r nr rep ki cement ci dLlrcELVC oarts 

Tills warrant) 1 l* invalid If 11n# damage or dHrrt la raiwd by pnjdeeiit. aci of God. rntiwirrirr abuse. 'ihHisrhoftr'd ulirnilHwi or 
icpair. vandalism nr mstifr. 

Any Implied wwTTAnhrj* mriirig mU. or the UlC evr the rartriiSar imrludinjl thr implied w!iwnilir?i otnittaBUbtllty and 
Utnes* for a particular purpuit art ILnlLtd TO tut above 90 my period. In nn evenL ahull ColcCD tie tLable ID atlVODt for 
incidental. cnivscqueotia]. contingent or any other dmnajis.*, in eanncickion with at netsiag out of the purchase or u« of 
(he cjrLrl^o. WureDvec, Ceteto 4tin.IL not be liable for any cLxim uc ajiyiEiid whatsoever by any other party jigaln-i thr 
uatr of the cartridge 

till*. :.!OiK<: wnrTAnly Hinrit rni r» 8 r n d i" 11 1 ■■ MKiUfjon . .n.nr d in c.irtrlrlfie mdlhe ai impirtjniif dMMKfl|l|ln UlB 
' Programs' I. Co!eco d«s no* wurr.inl Lhe Pmjpurria rllL be if te from error or will meet ihespeealle require-man Is or expei:l unions, 
of the remstimrr The consumer hrwumts complete rcsporwtblhiy fnr any drrlslnr.s marlr nr arllonn taken baaed upon Lnforma- 
DJIinrd ILfctlig III* I- 1 :lh Aliy I.i .i . i . ■. -vI ! r 111! I : .1 ll.-I'-ii, . tJS I . ,.'lt : ..i L .1 - C * : . ■ H!- 




it implied *arrantLCS. 

CalHU make* HQ warranty, either cxprrw nr implied, indllAlr-ll any Imflllrd WJUTBRlkl of mo rcjiaiiit ability and lltn»' for 
a particular purpose, in connection with the Programs, and. aLL Programs art ioa.de available solely on an "as is"' basi-s . 
In no event stiaU Coleeo he liable fr> «t.«w fnr Inrl'le^td, ceiHcquentlal. com! InjCenl or any other datnatfe^ Ln ronTirrtirm 
wlilior anting out of the piLrehue or uae oE the Prugraids ana the sole and ejoelualve liability, it any, nf Cr>i«o. regardJeMs 



























*01 tM lorED Vl Wwn, shiHl tiejt ric-ran tnr piirrhasepncem the CtirlnUjte. Hureui'er, LuBifm ssBluIL CL«t benabLe Jurany claim 

at utiy hirwi wliaESEpever Uy iiny other jMFly nji4H.n*l the oner of the Pr^nrai 

This warranty £iv«*x yea spentii: legal nghlK. and you tnay have either lights which vary Iran] State to SLUG. Sbrile t’a jes iJu :ujt 
■ I !"■- i Me exclusion or ElitiltatIcin of IncMenLal or ?onscqiKntliJ damages or lim Itatlon* on how long an implied warranty l»th 

nil tlK aUwe ll Bd mtkMfl Lit vt^l iiUCi rim may J_ _*t app.y to you, 


SERVICE POLICY 

Pltm^ rrisc yrr.:: Owner » SL.:m:a! ■. j refiiLLy before usinpj. yum vjrlrUliCc. LI your rar Lridjfi: lain Lu uotrniLv ujup-.r'y. please igUsi 
E ihtheLruubk-nhuuLlliiLcEhjrXIiaL in Eln.-Operating Tipi M,i iradL. If -'lu CUIIllOt HWrtCt : hi - s i i Ifun«l0n ■ftCmi1»lll'UR|( this manual. 
plL-ase caU Cnslbnuif Service on Cukco'S tdil-fm KfVlftl»tlllLe l l 800 j &41E'’lMil5 midoftwidc. TI.L* ■nil v. :■ in in opcIilfOH Slum 
&:iXl a.m. to 10-00 p m. Eastern Time. Monday through F'ririny 

IfOutfaincr Service vuu co rci urn you# canruSgc. plni»»Mi]n 1 e pemn||.r prepmd -md minimi. wnli ynur numr. kiddies*, 

pnoofnr :h»bare hi" pure h;i.i.r-Sind a brief desenpUOJi cif the problem 1o the 5ervic* Center you. have been direrled tf> return n 1o. 
If ynur rarlniljfrffl found In he liirtciry tlrfreEite Humi|i the first 90 days. It Will tw repaired Of replaced at MO CWt In you. If the 
uarlrkljgu faluudH to have been, cuelsuci ler d j i,:■- il ■ r j buaed and IlHiivioni ■MjE.GOvered. by Llui wai laitLy, Lbnj Vuu ttfULbe adi&cil. 
in advance, os repair coats. 

IS your l frill Id gp require* MiivJce Wlcr exjiiral lull ul I hi 90day Limited WaiTinLy pcilud. pjcuuc c&Jt COkeil’i lOlL^ficc ucivlec hotline 

fen instructions on how 10 proceed: I-tHJO-tJA'dMaaS nationwide. 

[ME’OHTAVT: SAVE YOUR RECEIPTS SHOWING DATE OF PURCHASE. 









TAPPER is ii Trart fmar k of iMlly Midway Mfg, Co. 1984 
Bally Midway Mfg Co, 

BALL Y/MJD WAY is a trademark of Hally Midway Mig, Co. 
CflieeoVision 1 is j registered trademark of Coieco 
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GUIDE NO. 200206 




No. 2616 














































